Concordia University Library 


Date: January 8, 1993 


With the start of a new year, and the 
beginning of a new academic term, our 
library users will be pleased to notice 
improvements in the Webster. We are 
making progress, step by step -- with your 
help and patience! 


EXTENDED STUDY HOURS 
are now offered in both Webster and 
Vanier: 


until 12:00 midnight: Monday - Thursday 
until 10:00 p.m: Friday - Sunday 


The new “open for study" schedule, which 
took effect in December, provides 
additional hours during which the libraries 
will be available for students needing a 
place to study. 


CLEANING SERVICES have improved 
dramatically. Washrooms are now 
equipped with new and sturdy soap 
dispensers. Soap is steadily supplied. Air 
hand-dryers will replace paper towels in the 
near future. 


TEMPERATURE PROBLEMS continue, 
but are being worked on. A complication 
relating to the water system, which impacts 
on the ventilation system, has been 
identified and must be resolved. Vigorous 
efforts are in progress for an effective 
solution. 


ELEVATOR BELLS, which disturb many 
of you, are required by law for the visually 
impaired. We did manage to have the 
internal signal lowered, but doing so for the 
external signal is more difficult. We have 
been told that due to the mechanism's 
location, adjustment will be complex and 
costly. We are awaiting the elevator 
contractor's assessment and costing of 
work required. 
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LIGHTING will be added in study and 
collection areas where it is required. We 
expect that this work will be done in the 
Spring. 


CLOCKS are still unreliable - so please 
beware. Replacement parts for 
McConnell's master clock, which is partly 
defective, have not yet arrived. 


NOISE PROBLEMS (of a | aja kind) 
are under consideration, and we hope to 
implement some solutions soon. Your 
oo in this area are particularly 
helpful. We do believe that, if all users 
agreed to cooperate in keeping the lowest 
possible noise level in and near study 
areas, we would go a long way to resolving 
the noise problem. 


MORE STUDY SPACE during exam 
time: many of you commented that there 
was overcrowding in study areas. We have 
informed University administration, and 
have requested that additional study space, 
outside the Webster, be provided for study 
-- particularly during exam time. 


SIGNAGE is almost completely installed. 
oo corrections and adjustments will 
ollow. 


ENTRANCWEXIT to the Library: a few of 
you have suggested that we change the 
directional configuration. We are 
considering this alternative in context of 
traffic patterns and frequency of elevator 
use which impact on the entrance/exit. The 
cost of making a change will affect the 
timing of when we can implement it. 
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